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What is EAS? 


The EAS provides the President with the 
capability to provide immediate 
communications and information to the 
general public at the National, State and Local 
Area levels during periods of national 
emergency. 


What kind of Communications? 


The EAS may be used by Federal, State and 
local government as a means of emergency 
communication with the public in their State 
or Local Area 
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Conelrad 
(Control of electro-magnetic Radiation) 
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FOR OFFICIAL INFORMATION 


FEDERAL CIVIL DEFENSE ADMINISTRATION 


U.S. President Harry S. Truman established 
CONELRAD in 1951 
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For Official Use Only 


INSTRUCTIONS 


DO NOT OPEN UNTIL NEEDED TO 
AC 


TEST AUTHENTICATOR WORDS 


July 1973 - STEALING 
August 1973 - PARASOL 
September 1973 - ADMIT 
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Broadcast System 
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Emergency Broadcast System 
Pym | CEmergency 
| Action 
Notification 
system 


EAS 
Emergency Alert System 


Technical Description 


Digitally encoded SAME header 
Attention signal 
Audio announcement 
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EOM (end-of-message) marker 
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EAS Header 


Sle AFSK data burst 
Originator ID Bit length 1.92 ms 
Event Code Bit Rate 5205 bps 


Mark=2083 Hz 


Location Code 
: Durat Space=1563 Hz 
vent Duration ASCII 8-N-0 


UTC Time Stamp 
Station ID 
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EAS Message Origination 


President or national authorities 


National Weather Service 


EAS Message Distribution 


AM, FM, and TV broadcast stations, 


Cable Systems 


Direct Broadcast Satellite (DBS) 


EAS in Amateur Radio 


Repeaters 


Digital Networks 


EAS: Next Generation 


CAPS - Common Alerting Protocol 


